AMENDMENT NO. 6 OCTOBER 2018 
TO 
IS 13428 : 2005 PACKAGED NATURAL MINERAL 
WATER — SPECIFICATION 


(Second Revision) 
(Page 2, clause 6.1.1, line 3) — Delete IS 5887 (Part 1)*. 


[Page 2, clause 6.1.9, Note (see also Amendment No. 4)| — Substitute the 
following for the existing: 


‘NOTE — In case of dispute, the method indicated by ‘*’ in 6.1.2 and 6.1.3 shall be the 
reference method.’ 


[Page 3, Table 2] — Substitute the following Notes for the existing: 


“NOTES 

1 Approved international standard test methods from _ organization like 
ISO/APHA/ASTM/AOAC/EPA/EN may also be followed. 

2 In case of dispute, method indicated by ‘*’ shall be the reference method.’ 


[Page 3, Table 3, SI No. (i), col 3] — Substitute ‘0.01’ for ‘0.05’. 


[Page 3, Table 3, Note (see also Amendment No. 4)] — Substitute the 
following Notes for the existing: 


‘NOTES 


1 Approved international standard test methods from organizations like ISO/ 
APHA/ASTM/AOAC/EPA/EN may also be followed 
2 In case of dispute, method indicated by ‘*’ shall be the reference method.’ 
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